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houses, development in England is still held up by building
bye-laws, which have been framed on the assumption that
methods of sanitation proved perfectly healthy in nearly
every country but England are not really safe. Of course,
these bye-laws will eventually be relaxed, as is already the
case with hotels; but in the meantime they cause endless
trouble to the planner, and in the past have added consider-
ably to building costs, particularly in the case of offices, flats
and hotels. In the type-plans demonstrated at the Stock-
holm Exhibition were internal bathrooms extremely com-
pact, well-fitted, occupying the least valuable area of the
plan, and by their central position thoroughly accessible and
capable of a ventilation which was not, however, always pro-
vided; also, the comparatively large living-rooms achieved
on small sites in some of the other modern continental
plans are made possible chiefly by the adoption of the
internal bathroom.

Incidentally, the bathroom is not properly developed as a
unit. In England bathrooms are too wastefully planned,
and are too few in number. Lavatory basins might well be
banished from bedrooms, and each bedroom might have a
shower and a basin, or else a basin and a very short 4' o"
bath, which occupies very little room. A certain percentage
of American hotels and continental flats have bathrooms
with no bath and a shower only. These save space, and con-
sequently can be rented at a lower figure. But in a private
house, the shower-toilet-unit can be supplemented by a
larger communal bathroom, as an auxiliary. The saving of
time in a family dwelling, where these shower units are
installed, would be considerable; and there would be more
encouragement to personal cleanliness, and less scrubbing
of bath interiors. But the average house-builder is fright-